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Microelectronic Device Data Handbook 


This two-volume handbook compiles information 
from many reports of research, development, and 
application efforts in the field of microelectronics. 
Addressed to readers with little or no experience in 
the field, this manual requires a minimum of advanced 
theory and mathematics for understanding. 

The first volume discusses a variety of subjects 
related to integrated circuits. These include: physical 
description, cost, and general development trends; 
basic production processes and integrated circuit de- 
sign; packaging, logic systems, redundancy, main- 
tainability, and other criteria important in system 
design; testing, quality assurance procedures, 
specifications, and procurement standards; as well 
as reliability and physics of failure. 

The second volume contains an index of manu- 
facturers, a catalog of microelectronic devices, and a 
collection of schematic drawings of available circuits. 

The report furnishes a quick reference document 
for designers, engineers, and technicians working with 
microelectronic devices. Managers, planners, and 
potential users will find this report a very readable 


introduction to the general technology, terminology, 
and uses of microelectronic devices. 

Notes: 

1. This handbook provides general guidance to the 
technology of integrated circuits, and does not in- 
tend to supply solutions to specific design problems. 
However, many footnotes guide the reader to the 
original source for additional information. 

2. The following documentation may be obtained 
from: 

Clearinghouse for Federal Scientific 
and Technical Information 
Springfield, Virginia 22151 
Single document price $3.00 
(or microfiche $0.65) 

Reference: NASA CR-1 1 10 and CR-1 1 1 1 (N68- 
29525 and N68-29526), Microelectric Device 
Data Handbook (Volumes I and II). 

Source: ARINC Research Corporation 
under contract to 
Electronic Research Center 
(ERC-10322) 
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This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
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Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 



